THE CLEVELAND MUSEUM OF ART 
CLEVELAND 6. OHIO 

TELEPHONE: GARFIELD 1-7340 


FOR RELEASE 


at will 



STAFF CHANGES 


Cleveland, Ohio, The Cleveland Museum of Art* George L, McManus has resigned as 
Assistant Superintendent to go to the sarae position at The Art Institute of 
Chicago effective February 15* 


M.1.29.59 


